Maintenance  As  Design  Factor  —  June  . 32 

The  Open  Office  —  June . 48 

Telecommunications  Facilities  —  June . 52 

Office  Design  Alternatives  —  June . 58 

Ambient/Task  Lighting  —  June . 64 

Evolution  of  the  Office  Landscape  —  June . 68 

Task/Ambient  Lighting  (case  study)  —  June  . 74 

Modular  Furniture  (case  study)  —  June . 78 

Aluminum  Ceiling  System  (case  study)  —  June . 82 

Aluminum  Panels  (case  study)  —  June . 84 

Exterior  Wall  Panels  (case  study)  —  June . 92 

Retrofit  Roofing  (case  study)  —  June  . 94 

Closed  Circuit  Television  Systems  —  July . 18 

Building  Security  Surveys  —  July . 28 

Upholstered  Furniture  Flammability  —  July . 36 

Local  Fire  Safety  Laws  —  July . 42 

Radio  Paging  Systems  —  July . 48 

Remote  Controlled  Access  Areas  —  July . 52 

Contract  Security  Services  (case  study)  —  July . 59 

Security  Automation  (case  study)  —  July  . 64 

CCTV  (case  study)  —  July  . 66 

Central  Control  Systems  —  August  . 18 

Economically  Justifying  Automation 

Systems  —  August . 28 

Modernizing  Elevator  Service  —  August . 50 

Past  &  Present  Design  Techniques  —  Sept . 16 

Buying  Construction  Services  —  Sept . 24 

Life-Cycle  Cost  Approach  —  Sept . 44 

The  Team  Approach  —  Sept . 56 

Polarized  Lighting  Concept  —  Sept . 64 

Selecting  The  Remodeling  Team  —  Sept . 86 

Remodeling  for  Accessibility  —  Sept . 96 

Bldg.  Restoration  (case  study)  —  Sept . 106 

Company  Expansion  (case  study)  —  Sept . 112 

Public  Areas  (case  study)  —  Sept . 116 

Safety  Communication  —  Oct . 42 

Elevator  Efficiency  —  Oct . 50 

Ceiling  Insulation  (case  study)  —  Oct . 88 

Remodeling  Public  Areas  —  Nov . 18 

Telephone  Paging  Systems  —  Nov . 26 

Supergraphics  —  Nov . 42 

Open  Plan  Offices  —  Nov . 50 

Insulating  Lay-In  Ceilings  —  Nov . 70 

EXTERIOR  MAINTENANCE 

Pest  Control  —  Jan . 32 

Landscape  Planning  —  Feb . 18 

Masonry  Sealers  &  Coatings  —  Feb . 26 

Roof  Penetrations  —  Feb . 36 

Turf  Care  —  Feb . 42 

Grounds  Maintenance  Tractors  —  Feb . 48 

Exterior  Aluminum  Maintenance  —  Feb . 52 


Waterproofing  (case  study)  —  Feb . 62 

Exterior  Sealants  (case  study)  —  Feb . 70 

Roof  Waterproofing  (case  study)  —  March . 80 

Exterior/Interior  Coatings  —  April . 86 

Roof  Insulation  —  Oct . 26 

Roofing  Membrane  (case  study)  —  Oct . 86 

LIGHTING,  HEATING  AND  COOLING 

Building  Environmental  System  Maintenance  —  Jan.  .  14 

Servicing  Heating/Cooling  Equipment  —  Jan . 40 

Closed  Loop,  Reverse  Cycle  AC  —  Jan . 50 

HVAC  Automation  (case  study)  —  Jan . 46 

Solar  Energy  (case  studies)  —  March . 68-72 

Life-Cycle  Costing  (case  study)  —  March  . 78 

Energy  Management  —  March  . 10 

Optimum  HVAC  Performance  —  March  . 26 

Energy  Accounting  Analysis  —  March  . 36 

Heat  Recovery  —  March . 44 

Planning  &  Implementing  Energy  Savings  —  March  . .  62 

Contract  Lighting  Maintenance  —  May . 20 

Low-Voltage  Switching  Systems  —  May  . 26 

Task/Ambient  Lighting  Systems  —  May . 36 

Trouble  Shooting  High-Pressure  Sodium  —  May . 46 

Low-Pressure  Sodium  —  May  . 58 

Dimming  HID  Lamps  (case  study)  —  May . 66 

Industrial  HPS  Lamps  (case  study)  —  May . 68 

Lighting  Savings  (case  study)  —  May . 72 

Energy  Efficient  Luminaires  (case  study)  —  May . 74 

Task/Ambient  Lighting  —  June . 64 

Task/Ambient  Lighting  (case  study)  —  June  . 74 

Electrical  Demand  Cost  Control  —  August . 54 

Water-to-Air  Heat  Pumps  (case  study)  —  August _ 70 

Thermostatic  Control  Valves  (case  study)  —  August . .  71 

Videotaping  M  &  0  Procedures  —  Oct . 18 

Heat  Loss  Detection  —  Oct . 74 

Computerized  Environmental 

Control  (case  study)  —  Oct . 96 

Air  Conditioning  Systems  —  Dec . 31 

Heat  Pumps  —  Dec . 38 

AC  Testing  &  Balancing  —  Dec . 56 

Boiler  Selection  —  Dec . 46 

Boiler  Care  —  Dec . 62 

FLOOR  SELECTION  AND  CARE 
Powered  Floor  Equipment  —  The  Manufacturers  — 

April  . 

Powered  Floor  Equipment  —  The  End-User  —  April 

Powered  Floor  Equipment  Update  —  April . 

Systematic  Resilient  Floor  Care  —  April . 

Cement  Floor  Maintenance  —  April  . 

Carpet  Care  —  Oct . 

Carpet  Care  Procedures  —  Nov . 

Carpet  Squares  —  Nov . 
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